AMENDMENT NO. 2 MAY 2017 
TO 
IS 15959 (PART 2) : 2016 DATA EXCHANGE FOR 
ELECTRICITY METER READING, TARIFF AND LOAD 
CONTROL — COMPANION SPECIFICATION 


PART 2 SMART METER 


[Page 6, clause 7.2 (c), line 8 (see also Amendment No.1)] — Substitute 
‘Version: 1’ for ‘Version: 3’. 


[Page 6, clause 7.2 (e) (see also Amendment No.1)| — Substitute ‘General 
Global Ciphering’ for ‘General Protection’. 


[Page 15, Table A17, col 1 (see also Amendment No.1)] — Substitute ‘xl, 
xli’ for ‘Ix, Ixi’. 


[Pagel18, clause 22.1 (see also Amendment No.1)| — Substitute ‘A26’ for 
‘ART’. 
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